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[Abstract:] Sends Assayer’s report upon assay coins March ’93. 

Treasury Department, 

Bureau of the Mint, 

Washington, D.C., 

April 4, 1893 

Assayer’s Report of test coins issued at Mint of United States at Philadelphia, in March, 
1893. Denomination Col. Halves. 
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Cabell Whitehead. 
Assay er. 


(Ed. 8-2-’92-1,000.) T.B. 




